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pcople behind cooling 


About ' 
Company..:.. 


company, Is a leading provider of 
heating, ventilation, and air 
conditioning (HVAC) services. The 
company specializes in a wide range 
of products, including VRV/VRF 
systems, ductable air conditioning 
systems, cassette air conditioning 
systems, tower air conditioning 
systems, and custom air 
conditioning solutions. Additionally, 
Burak HVAC offers advanced chiller 
plants for large-scale cooling needs, 
ensuring optimal climate control 
and energy efficiency for both 
residential and commercial 


Installation & 
Commissioning Services 


We deliver professional system 
installation and commissioning, 
enhancing performance, efficiency, 
and dependability with thorough 
testing and expert support. 


Key Features of Installation & 
Commissioning Services 


Detailed Site Surveys: Comprehensive 
assessments to tailor solutions to specific 
site requirements. 


Expert Installation: Precise setup of 
systems, ensuring safety, reliability, and 
compliance with standards. 


Thorough Testing: Rigorous inspections to 
guarantee optimal performance and 
functionality. 

Simultaneous Heating and Cooling: Provides 
both functions in different zones simultaneously. 


Professional Commissioning: Seamless 
integration of systems into operations with 
minimal disruption. 


STAY IN TOUCH 
WITH US! 


9 601-B, Virani Business Center, 
Opp Bharat Gears Limited, Kausa 
Mumbra, Thane 400612. 


burakhvac.com 
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THANK YOU 


